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of a repetition of that disaster. Test upon test is imposed on each decoction, and nothing could surpass the delicacy of the mechanism which has been devised to keep the lymph from contact with the air, and the lips of the flask from being handled or soiled; or the skill with which it is decanted and the process completed by fusing the necks of the little glass vessels in which it is sent out. Much of this work is done by Indian assistants under Dr. Liston's supervision, and very well they do it. Each vessel is numbered and dated, so that, in case of accidents, its history can be traced.
Though the main purpose of the Parel laboratory is to serve as a farm for the plague germ, it has other duties to occupy its sjwe time and engage its adventurous spirits. It examines the rat which carries the flea which harbours the germ which infects the poor Indian. Scores of rats are brought daily to the laboratory by the in-